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©) Positive Today: 3005 X// Recovered Today: 977 

4X Death Today: 02 4 Active Cases: 9936 

S'"' Sample Positivity today: 10.91% KR% Recovery Percentage: 93.19% 

l. Total cumulative Positive COVID-19 detected: 360224 

2. Total Number (%) of COVID-19 Patients Treated/ Cured: 335677 (93.19%) 

3. Total Number (%) of COVID-19 patients migrated out of state: 7176 (1.99%) 

4. Total Number (%) of COVID-19 Deaths: 7435 (2.06%) 

5. Number of samples found negative for COVID-19 today: 24530 

6. Total number of samples sent for COVID-19 testing today: 29484 

7. Total number of cumulative samples found negative: 8396229 
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Uttarakhand State Control Room 


Integrated Disease Surveillance Programme C&VID-19 


Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 


Detailed Status of Sample Tested 





: Negative ve Positive 

Negative : Positive : 

: Cumulative : Cumulative 

in last 24 in last 24 : : 
(including 


(including 
dun Pvt. Lab) dauus Pvt. Lab) 


Details of Districts having Positive COVID-19 Cases 
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U.S. Nagar 39386 37017 720 761 
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Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 


Hospital Wise Death 


No. of 
District Cumulative Deaths | Name of the Hospital 


Govt. Doon Medical College, 
Dehradun 3538 Dehradun 1 
Dr. Susheela Tiwari Govt. Hospital 
949 Haldwani Nainital 1 


Grand Total 





Details of State Control Room 


E-mail: covidi9statewarroomukQO gmail.com, idsputtarakhand@gmail.comToll free No: 104/01352609500 


A Whatsapp No. 9412080544 


Details of District Control Rooms 


Districts District Control Room Number 
Almora 05962-237874, 05962-237876 


7617429778, 9068787120, 7830839443, 01372-252187, 01372-251437 
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COVID-19 Vaccination 


13 January 2022 


* Sessions Held Today: 1286 

* Number of Beneficiaries Vaccinated Today: 51699 
* Total Number of Beneficiaries Partially Vaccinated: 8304386 
* Total Number of Beneficiaries Fully Vaccinated: 6678601 


*% Total Number of Beneficiaries Given Precaution Dose: 61291 


Details of Beneficiaries Vaccinated in Uttarakhand 


Last 24 15-17 
hrs CIS 18* years 18* years 
1st And yea Partially Fully 
Partially : : 
2nd Vaccinated vaccinated Vaccinated 
(1st Dose (Both Dose 


Dose 
(1st Dose 
Coverage) Coverage) Coverage 


Amor —— 1711 22323 377385 291836 6017 5990 9945 9214 1216 4080 
12980 185117 155352 2514 2475 2319 2286 2844 
13493 271075 247621 3987 4018 6486 6574 2832 


Partially Fully Partially Fully 

Vaccinated | Vaccinated | Vaccinated | Vaccinated Total Dose 
(1st Dose | (Both Dose (1st Dose (Both Dose Coverage 
Coverage Coverage) Coverage Coverage) 





